PUPIS 


IP54 Oval Luminaire 


Sm 


Type: Surface-mounted luminaire with oval profile. 
Specification: Transparent glass IP54 diffuser with screw lock. 
Grey thermoplastic body with protective grid. Aluminium reflector. 
Luminaire is packed 12 pcs/box. 
Installation: Designed to be fixed onto ceiling or walls of any type, including flammable surfaces. 
Application: Indoor. Ideal for common areas in hospitals, colleges and other similar institutions. 


Overall Total 


wattage, W 


Lamp (W) and holder IP level dimensions Weight, kg 
(LxWxH), mm 


Pupis 1E27 J45 max.60W (E27) IP54 170x125x115 0.4 - 


137 


